To; Moulton, G. Pontes, Augie A. 
From: Nojiri, Ralph M. 

Posted: 1/23/97 8:20 
Opened; 1/23/97 15:15 
Subject: WOOLWORTH STATUS 


GEORGE: 

WW#1859 

PKG. FIXTURES: RJR WALL MOUNTED PKG RACKS/3EA 11 COL 

CTN. FIXTURES; RETAILER GONDOLA, 4 SHELF. APPROX11', OF WHICH 4‘ SS 

COUNTER DSP: 4 EA. RJR /3 FP.1 SAV. 

BW 1 COMBINATION DSP 
LOR 1 DSP 

PM EXCL? NO 

WW#1500 

PKG FIXTURES: PMCHECKLANE 
CTN FIXTURES; NONE 
COUNTER DSP: NONE 
PM EXCL? NO 

WW#1922 

PKG FIXTURES; RJR SPRING LOAD NSS 
CTN FIXTURES: PM FLEX NSS 
COUNTER DSP; NONE 
PM EXCL? NO 


PLS CONTACT R M NOJIRI Wl#60846 FOR ANY FURTHER DETAILS 
THANK YOU, RALPH 


Spurce: https://www.industrydocuments.ucsf.edu/docs/mtgnOOOO 


51857 9862 



51857 9863 
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Source: https://www.industrvdocuments.ucsf.edU/docs/r 




